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PART III 


Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 


No. C5-2173/2012/MCT. 6th February 2012. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of the following items required for 
the Department of Transfusion Medicine, Medical College, 
Thiruvananthapuram. Tenders should be superscribed 
tender numbers and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 

Tender Number—10/12 

Name of item Department 

with Quantity 


1. Muller Hinton Agar— 200 *500gm. Microbiology 

2. Agar agar Powder—100 *500gm. „ 


Cost of tender form (Inclusive of Sales Tax): 

Original—' 416. 

Duplicate—' 208. 

Last date and time for sale of tender form— 
19-3-2012, 3 p. m. 













Tender Schedule 


Last date and time of receipt of tender fonn— 
20-3-2012, 2.30 p. m. 

Opening date and time of tender—20-3-2012, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(' 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 Oil. Money Order should reach this office 
on or before 6-3-2012. No other forms of remittance will be 
accepted. 

«5)1fflj(ucna3)njj0o 6)(2icu)1<9S)(n3 QcBjoegffiloejce® c3TS)(ULra_!ji2io(r» 
Rr) 06 )s> njoomjcm amoaxDesBoS (ulcmosmo 6)iij(§>oa3 snoraScUffl^ij 
aissojalcaS cnloDjo cnToailffl) eaOooratmlcsS 0(3fiejcm)j<ft)a3 

tftfldsrDl^jDcfljOggjaDj. 3^'^oaru QciDooo tmlrajajCDamnjjrao 
0mrujlc9S)ra3 OcaocgK (.<TJla3(Tu1(jjog1ffla^ fflOaolcrulfflS cdIodjo 
L rUdJ^rorml olojcrueanglraS DSKUcajecmao 3.30 merbi (ua® eje_!|ao6rb. 


3(3<^ocn) tifltsmo cnau(3— 10/12 


CrOOCJDODemBg^^S CnJO^o 

cu)l(jjo(3§aa(T^'' 

1. ajgg^ oolci^snS (3t3a)0(3- 

affl(SL<ft>06njcscs2)0gffi1 

200 *500 LMOo 


2. (3t3(/)0^ (3T3C/)0^ nJU(U)(3- 

,, 

100 *500 L0)0o 



B^iiejoaru Qaooorarailsio^ oilej: 
raracruraS—' 416 . 

CT\) 

C/E)C1)I(^c&>c3fiJ- 208. 


3(3aejoaru ennooo ajIraSceajnnD raiaajcruocn ®)1 cq)«j)1qc»jo 

(TUmCQXUJo-19-3-2012, 3 BSTDI. 

B^aejocru CtiDooo (TujIcSjffllcOffljmD rataajcruocD railQffloiltmjo 

(TUmCQXUJo-20-3-2012, 2.30 aSTTlI. 

3(3<^0(tu anjOcsajaD snlcm otiIudjo ommccDajjo— 

20-3-2012, 3 fflsml. 

3(3<^ocru etiD0O63Ba3 (moJoeilssS ccusneai^ rataoDcfficMjoT) 
(wlcnjeojsne aijcft) (' so) (3Ta(jDlca>aocQ)1 csracfflofflecefflsnecwosTiD. 
3(3aej0(n) QoOOO 850)16X1^ (Ul QJ a 0 ciD 1 OTuI 853 (icnalQ§o 
2i6rDlG(i»0(3ajD(3 rarajCODO (Tuj1cft>a1c9S)jaD(!5)osrn. (aramoaimosjgg 
rataorUcftiiicSjgjo crilacn5l<9aj<m85)osrn. Ga£iooGa5T!5)oasO(jjo 
mjLO nJ L®> 63i3ego fflcsg 085) ®>1ejjo oodocSj^IjJ oaci^j (SjCgo 
(313 CO) 02) c9S)003 (3r3)(UU8_!,6)(jJ§2Otft)0Snejgg85)2o Q m 853 oil ej 003)0 
(U_;ic985)aej085t!5)85)Jffl0QC» a6rDlQ(r!)0(3(3DOJtft)C/3 O)laCn)lc06)JCm85)O6TlD. 
2i6nDlQc)C!)0(3aDOjtft)C/3 oupI eclDooeBBciS araiojcai,a^S)atftiOSTie}99 
(3I3GoJcftil5<93C^ ^TO aOtiDlO\)l853 6-3-2012-0)J fflJoSoJ <ft)1§1(n)la1c6«) 
6mo. 85)oao3)1^2 csHgjoD asrbl(B0Q)O(3(3JDO2<ft>c/3 o)1aaru1c9S)joT)a5)o 
err). 3(3<^oo3) Conooo aacft>2ioooo3 njosi ejo 85K5)85 )Jo 

ao1e66)853 (3t3s^ (OTJcOj a5)1a1^jce3l§j(TD85)jfflej. a5)Oi2io3)1^j coUgjono 
3(3'^oo3)jcft)a3 (n)ooa5)oaj cft>oa6rD(U(jDoejjo O3)j1c9>a1c06)jor)85)m. 
cfti2Sja5)853 (ljl(Ua63T3C/3 t.oJ(U^a5I!5)1 3l(U03)S3T3gl853 g") (3t3)a£l1arul853 
oflomjo eje1c9S)joT)a5)osrn. 


1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any notice 
and for free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in '100 Kerala non judicial- 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of 
the total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full Postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. 

18. More details can be had from this office on 
working hours. 





( 2 ) 


No. C2-2708/2012/MCT. 14th February 2012. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of the following items required for 
Paediatric Nephrology of Medical College, 
Thiruvananthapuram. Tender should be superscribed, 
tender numbers and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 


SI. 

Tender No. Name of Equipment 

Department 

No. 

with Quantity 


1 

17/2012 Haemodialysis Machine-1 

Paediatric 

2 

„ Multi channel monitor-2 

Nephrology 
SATH, Tvpm. 


Cost of tender form (inclusive of Sales Tax): 
Original—' 1,560. 

Duplicate—' 780. 


Last date and time for sale of tender form— 

27- 3-2012, 3 p. m. 

Last date and time of receipt of tender form— 

28- 3-2012, 2.30 p. m. 

Opening date and time of tender—28-3-2012, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(' 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 
on or before 12-3-2012. No other forms of remittance will 
be accepted. 

OTilfflj cu cn (TO) njjfflo 6 )fflcu)1 16 «)ra3 egraleeices) 

( 3 re)(ucTO_!)( 2 io(i» cn)ocjL)cn63r3c/8 oilcmosmo einjc^ooS (giociiSruoiaiaa 
(uolcisS (ulcmjo (ulcMilo) g nro o o Riiml (isS aciiruffl 
(Tuieooiffljas 3(3<^ocn)j<93C/8 cSiUsnDl^jScfeoggjanDj. 

o^<^oanS cruooxneaBgjffls Gojojo 

ODOU^ ODOU^ fig) 6 TT)(UJo 

1 17/12 cLolcfflocuxao&jIaulcru eimnulaS-i ru1(U}1cn)0(.s1t& 

2 ,, ffla3§1 nJOcuraS caosm1g^-2 sxuGLrmo gsl 

0^)00. c^.gl. 
(319) c/s JnJ (.0)1 

B^oeiociu ea£iooc3TO)l6)cig culei (oDlcftjcinlcniScSfflo): 

caraoucisS—' i,560. 

CT\) ’ 

C/Sffl1ijJtft)(3ry-' 780. 

3(3aejocTu GtiDooo (uloSceffljnnD catscucruocn (Oilcmanlcffijo 

(TUfflCffiCUJo-27-3-2012, 3 ffleml. 

B^oeiocTU GtiDooo ouilcSjCsIcOOjanD catacucruoaD cailofflccDlcmjo 

(TUffldDCUJo-28-3-2012, 2.30 m6m1. 

3(3<^ocru (rojOcOffljcm cailcmOTiIcnjjo ouacmcujo— 28 - 3 - 2012 , 
3 maml. 


3^aejocru CciDooo cmlcajcucnaainjjfflo fflacuilcOffloS CcfeoegK 
Lnjla3(Tu1ijjogl6)cig ffloaoloruloa mlcrojo Lfucu^caroil 3l(U(Tusai3g1o3 
6)6)01(03^6 cm (So 3.30 ffl6m1oi6)0 eie_!|ao6rn. (0)(Tj0(03m0(3(^o 
3(3 <^octu CciDooo (ata)Oj(TO_!|ffl 2 ggoi^ ea£ioo(DTO)l6)ci^ oileiecmo 

6)S0(jjo ' 50 (atacnlcSso c^iJcScaro)' (caioJOcaS hjo^k) 

a emiG 02)0(5(0)0000)1 (.ru1ci6cn)1(^0(/3, 6)a(U)1c06)(33 GcSsOcgs, 
coilajoicncTOinjjfflo-ii n^cm eacaSofleiociurarailcaS (ataenJc93u1ecS6)6Tie 
co) 06 rn. a6m1coQ)0(3(U)ojcS3(/3 12 - 3 - 2012 , 3 a6m1c96)2a2auooQ)1 
630a£i1cn)1(o3 ej(s1^l0lc96)6mo. (TOnJoeiloS caia)OicTOiffl(^sjanDoi(3 
a6m1coQ)0(8cu)^ ajeuocroiloo aoLOKSffl njemo (ataoQ)<i»c06)ocr5 
njosjggj. ea£i 0 OGcara) 06 )S 0 (jjo a2(.3(Tj(.(0)6at3ego aeg6)(a)S3leijo 
0(000(036)aci^j (ftcgo (ata 00 ) (r» ( 06 )j 010(10 catajoj c/s^ 6)(jj 
6)(03O6nejggoijo GaoSoil eiocTuoijo 3^'^o(TU cncmojo 
oj_!|(0(D)aooo)1 ca6)j6)(jjsj(0TO)0(3ra)(0)2o (oioaoul^ eielcoeijcmoijaooo) 
a6mlGoo)O(8cu)oj(03c;3 cnlfflorulceaijcmcoijaoeno. (032Sjco)(38 oi 1 oj 06 aB (/8 
(atajaDlctulcaScDlanDjo (.tooi^caro)! 3loicn)6ai3g1co3 eje_!)ao6rn. 

Technical Specifications 

Hemodialysis Machine 

Facility for both acetate and bicarbonate dialysis 

Facility for sodium profiling, ultra filtration 
profding and bicarbonate profding. 

Facility for bicarbonate dry concentrate. 

Automated disinfection and cleaning programs. 

Twin microprocessors for safety monitoring and 
operation of machine. 

Facility for rinse, hot rinse 85 and hot disinfection. 

Facility for up gradation in future 

Facility for different dialysate flow range 
0-300-500-800 rrJ/min. 

Dialysate temperature 35-39 centigrade. 

Dialysate mixing ratio (default) 1:34. 

Volumetric ultra filtration. 

Ultra filtration rate 0-4 liter/h with accuracy +/-1 % 

Parameter display-ultra filtration goal, UF time, UF 
rate and UF volume. 

Facility for arterial, venous, transmemberane pressure 
monitoring. 

TVterial pressure monitoring range (-300) to +300 mm 
Hg, accuracy +/-10mm of Hg. 

Facility for arterial blood pump flow range-50-600 mF 
min, accuracy +/-10%. 

Heparin pump delivery range O-lOml/hr with syringe 
size 20-50 ml. 








Facility for air and blood leak detector. 

Blood leak detector sensitivity less than or equal to 
0.5 mFmin. 

Facility for dialysis fluid conductivity range 
12.8-15.7 mS/cm. 

Heat disinfection 85% chemical disinfection at 
85 degree centigrade. 

Water inlet pressure 1.5-6 Bar. 

Water inlet temperature 5-30 degree centigrade. 

Networking of patient data, dialysis prescription and 
adequacy to central data base. 

Power supply-23 OV/50 Hz. 

Should have minimum 15-30 minutes battery backup 
for safety monitors and blood pump. 

Multi Channel Monitor 

1. Monitor should be compact and portable with 
high resolution TFT colour display. 

2. Should have minimum display size of 10 inches or 
higher (diagonal) 

3. Monitor should be configured with vital parameter 
of ECQ RESP, TEMP, SpO^ & NIBP. 

4. Monitor should be suitable for Adult, Paediatric & 
Neonatal applications. 

5. Monitor should operate on both mains and in¬ 
built battery and in case of mains failure; it should 
be automatically take over the function for two 
hours. 

6. Monitor should have preferably menu driven 
through single switch for the ease of operation or 
with easier, user selectable soft touch keys. 

7. Monitor should display minimum four waveforms 
simultaneously and waveforms should be user 
selectable. 

8. Monitor should have facility for arrhythmia 
monitoring (selectable) and pulse strength 
indicator along with Sp02 values. 

9. NIBP can be taken on manual/auto/ 
stat modes with time interval from 2 min to 
90 min. 

10. Monitor should display respiration waveforms 
along with respiration rate apnoea delay. 

11. Monitor should have comprehensive alarm setting 
for all parameters. 

12. Monitor should have separate alarm indication for 
lead disconnection and parameter violation to 
identify the alarms priority. 

13. Monitor should display 24 hrs. of graphical trend/ 
tabular trend for all parameters with zooming and 
scrolling facilities. 


14. Monitor should have alarm recall facility for atleast 
last critical 10 alarm conditions of the patients 
with the message. 

15. Monitor should be able to print ECG waveforms 
along with the digital parameters and patient data 
on normal plain paper. 

16. Monitor should be gradable with other vital 
parameters. 

17. Monitor should have facility for connecting to 
central station. 

Accessories 

Monitor should be supply with ECG cable, Sp02 
probe for adult, paediatric and neonate, temp 
probe, NIBP cuffs for, paediatric and neonates 
(4 Nos. each) with reusable electrodes for ECG. 

(3) 

No. C2-2709/2012/MCT. 15th Februmy 2012. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of Infant Resuscitator Unit-1 No. 
required for SAT Hospital, Medical College, 
Thiruvananthapuram. 

Tenders should be superscribed, tender number and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.— 18/2012. 

Cost of tender form (Inclusive of Sales Tax): 

Original—' 416 
Duplicate—' 208 

Last date and time for sale of tender form— 
27-3-2012, 3 p. m. 

Last date and time of receipt of tender—28-3-2012, 
2.30 p. m. 

Date and time of opening of tender—28-3-2012, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge (' 50) 
is sent by way of Money Order in favour of the Principal, 
Medical College, Thiruvananthapuram, Kerala State, 
Pin-695 Oil. Money Order should reach this office on or 
before 12-3-2012. No other forms of remittance will be 
accepted. 

anlrajajcnamnjjfflo eiaojcIcSSKoS CcaocigKlQej n^cru.n^.gl 
QcinocrurJIgejIciejceffl ratajOjaa^fflocQ) ga3nnoa^'' fflocru^iijcrulcigg^ 
siexasmo ail®)ffl6mo sinjtg/ooS RnoRsSryffl^ffljggcuffllraS cnlaujo 
cnloaJl®) eaOOOOTiOTlraS 


Oc&oggjanDj. 3(3'^0 (tu cboDooo snloj cu cnamnjjoo 
0i2iaDl<es)ra3 CBcftocsgK (.nJla3nTn(jjogl6)a^ eiOoiilaruloS odIodjo 
Cnjcu^ratml 3l(ua\)63T3g1ra3 oexuc&jcBODfflo 3.30 rus)® eje^jifflosm. 

3 ( 3 '^oaru' odoikS—18/2012. 

3^<^ooru CoDooraimlso^ oilej: 

(araoruraS—' 416 

cru 

oJc&)^ry- 208 

3(3<^oaTj GtiDooo (ulraScOffljanD rataojoruonD cmlcoxmlcmjo 
Oruffldsajjo-27-3-2012, 3 I216m1. 

6 ^<^oaru ODjIcft) ffll cSsijaD rataoj oruoon (mloa) cmlcffijo 

orufflcDiajjo—28-3-2012, 2.30 m6m1. 

3^<^oanj (mjOcSffljcm (mldscmlcffijo otuizkidcujo— 28 - 3 - 2012 , 
3 merril. 

3(5aejoaru caDooesBoB tmnJoeilRsS erusneoj^ ratacDiQStesijanD 
(mloDjerusTie (mjcft (' so) (3Ta(jDlca>i2iocQ)1 csracfflofflecefflSTTecmosTiD. 

(BaBoo (OTmlsio^ (u1 Bj a0oB 1 OTuI(oS eoDffllego 
i2i6m1(i(i»0(3ajD(3 ratajCODO amj1cft>ra1c9S)jaTK!S)06rn. raraaoeKmcmjgg 
n0&O rataCBrUcftillcSjgJo aDifflnmIceSljaDCmOSrn. CBaBOOCBC5T!5)06)SO(jJo 

mjLS L®) s3Bcgo meg s)®) alBjjo eojoocOj^iij amci^j cOiCgo 
raiaoDcditOffloaS ratajruoa^ijacjjgjfflcejosriejggraijo emraSrulBJoaruo 
aji<9OT)mej085t!S)(mjao<i» msmleQfflocSajuojcaaS aDlaaru1<9S)jaD(mosrn. 
msmleocDO^ajoojcaaBnjsn enBooearaoB cmaiajaa i,6)rjS)fflcft)0STie}99 
raiaenJcftiiicac/S ^'b aooBlamlraS 12-3-2012-aDj mjoSeJ cangicrsiffll 
ce«)6TT)o. (momoBl^j cangjan asmleoDO^aBojcOjaS anlfflamlceajmD 
(wosiTD. G(3>^ooru KnBooo sifflcOjaoooaS ojosiaoasTOxmjo 
aalcOQcnS ratas^ otijcOj (mlffll^jcOjIgjaTxmjaa. (momoBl^j cOjIgjanD 
a(3(iejoam2cft)C/3 coiofflcmofflj cODoasmajaaoeijo arujIcOjalcoajoTxma. 
cft)jsj«s)«53 (ulcuaeaBoS g 1 cu oru san g1 ra3 goD 

(ata)nB°laru1a3 aolanjo ejelceajomtmosrn. 

Specifications 

Should be a microprocessor controlled system with 
air and skin modes of operation. 

Should have 2 displays for set temperature and 
actual temperature available in centigrade. 

Should have an integral and withdrawable baby tray 
to aid resuscitation during transport. 

Should have an integral humidifier. 

Should have an internal battery backup for at least 
4 hours. 

Should operate both on AC and DC currents, 
with visual indication for battery power status and 
power sources. 

Should have a collapsible stainless steel stand with 
shock absorbers for inside hospital transport purposes. 

Should have thermistor based temperature probes 
for skin and air temperature monitoring with accuracy 
of +/-.2°C. 


Should have facility for mounting gas cylinders. 

Should give unimpeded access to the patient with 
frontal & Side access and three elbow operated ports. 
Equipment should be easy to clean and disinfect. 
Should have a High Intensity CFL Light for 
observation. 

Should have Comprehensive alarms: Air Temp.Low/ 
High Skin Temp. Low/High, Sensor Failure, Low 
Battery, Heater Failure, Power Failure, Air Flow 
Failure, Temperature >39° C. 

Heater should automatically cut off if air/skin 
temperature inside the incubator exceeds 39° C. 
Set Temperature Range: Air—25° C to 38° C, 
Skin 30° C to 38° C. 

Should have Slow Suction and IV Stand Facility. 
Should have two years warranty. 

Standard Accessories (One Each): Skin Probe, Air 
Probe, Baby Mattress, FV pole and Observation lamp. 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 

TENDER NOTICES 

( 1 ) 

[No. 19/2012] 

No. C1-3142/2012/MCT. 17th February 2012. 

Sealed coiupetitive tenders in the prescribed form are 
invited for the supply of Windows Air Conditioner— 
3 Nos. required for the ENT Department, Medical College, 
Thiruvananthapuram. Tenders should be superscribed 
tender numbers and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 011. Details can be 
had from this office on working hours till 3.30 p. m. 

Cost of tender form (Inclusive of Sales Tax): 

Original—' 416. 

Duplicate—' 208. 

Last date and time for sale of tender form— 

20- 3-2012, 2.30 p. m. 

Last date and time of receipt of tender form— 

21- 3-2012, 2.30 p. m. 

Opening date and time of tender—21-3-2012, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(' 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 011. Money Order should reach this office 
on or before 7-3-2012. No other forms of remittance will be 
accepted. 


anlffljajcnamrujoo fflaojulceoraS Ccejocgffiflfflej ^.o^oS.sl 
ojol(jj0^§ offln^1 eejceffl cm?) (ua9_!| aocm (uIoSgcudo a®(m(3 
tBjfirelrfldsm^—3 (ifflsmo rulKnoemo Onji^joaS «r) 0 Rs 3 ojffl_!j 
ffljggrufflIcnS cnloDjo cnlcrsulcro CciDooraimlraS acarufflcrujeoojmjgg 

B^i^ocrujcaaS cftfld6m1ii-|]Ocft)033^ctD). 

B^'^OCru CBoDOOraiOTlSKI^ (ulej: 

(araomroS—' 416. 

CT\) 

C/E)CDloJc&>c 3 fiJ- 208 . 

B( 3 <^oaru Cnnooo rulraSceffljanD rataajcruocn Rnlcoxmlcmjo 
(TumcQxujo—20-3-2012, 2,30 asml. 

B^nejocru CtiDooo cruilcSjffllcOffljanD otaojcruoaD raitoonlccsjo 
(TumcQxujo—21-3-2012, 2.30 msml. 

fl(3<^o(Tu caijotseijcm csiIcsd omm ccsaijo— 

21-3-2012, 3 aaml. 

B(3'^oom CBtiD 0 O 63 i 3 a 8 85)nJoej1ro3 CBaisnecu^ caiatnxiScMj 
onDoilcnjeaiene (mjca (' so) ratacjDlcfefflOQffll raraccscQSGcSfflsiTeanosrn. 
3 ^>^oaru (ia£ioo 85 t!j)l 6 )og (iilei aonfllcrulRiS ccnralego msml 
ao(3cu)^ (3t5)CCQ)o crujIcfcffllcoajanDraiosm. raraaootmcmjgg 
raracnJcftaicODgjo cnlocrulceffljcnDOTioern. CBa£! 0 O(i 85 t!j) 06 )S 0 (jjo 

mjLB nj (.OT) esBGgo acg ocm s&leijo eoDOcej^ijj cSjCgo 
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Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of Sales Tax and 
for free delivery at the department concerned 
otherwise tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in '100 Kerala non judicial- 
stamp paper together with required sum of Earnest 
Money Deposits. 


7. Earnest Money Deposits (one percentage) of 
the total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
supercription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full Postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

( 2 ) 

[No. 21/2012] 

No. C2-3221/2012/MCT. 21st February 2012. 

Sealed competitive tenders are invited in the 
prescribed form for the supply of the Radiology 
Accessories required for the Radio Diagnosis Department 
of Medical College, Thiruvananthapuram. Tenders should 
be superscribed, tender numbers and addressed to the 
Principal, Medical College, Thiruvananthapuram, 
Pin-695 011. Details can be had from this office on 
working hours till 3.30 p. m. 

Cost of tender form (Inclusive of Sales Tax): 

Original—' 416. 

Duplicate—' 208. 


Last date and time for sale of tender form— 


Specifications 


20- 3-2012, 3 p. m. 

Last date and time of receipt of tender form— 

21- 3-2012, 2.30 p. m. 

Opening date and time of tender—21-3-2012, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(' 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 
on or before 9-3-2012. No other forms of remittance will 
be accepted. 

crolffljQjODcnnojjfflo simojultefflasS Ccejoegslfflei eoojulcaso 
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L Biopsy Gun-coaxial quick-core—10 Nos. 

1. It should have 18 gauge cutting cannula needle, 
and the needle should have 15 cm. length, 20 mm 
inner stylet throw length. 

2. It should have coaxial outer needle which could 
facilitates multiple biopsies with single access site. 

3. It should be have 16 gauge coaxial needle, and 
the needle should have 11 cm. length. 

4. It should be lightweight and compact. Its design 
should facilitates one-handed operation during 
procedures. 

5. It should have ultrasound visualization facility. 

n. Biopsy Gun-coaxial quick-core—10 Nos. 

1. It should have 18 gauge cutting cannula needle, 
and the needle should have 15 cm. length, 10 mm 
inner stylet throw length. 

2. It should have coaxial outer needle which could 
facilitates multiple biopsies with single access site. 

3. It should be have 16 gauge coaxial needle, and 
the needle should have 12 cm. length. 

4. It should be lightweight and compact. Its design 
should facilitate one-handed operation during 
procedures. 

5. It should have ultrasound visualization facility. 

EL Biopsy Gun-coaxial quick-core—10 Nos. 

1. It should have 18 gauge cutting cannula needle, 
and the needle should have 20 cm. length, 20 mm 
inner stylet throw length. 

2. It should have coaxial outer needle which could 
facilitates multiple biopsies with single access site. 

3. It should have 16 gauge coxial needle, and the 
needle should have 16 cm. length. 

4. It should be lightweight and compact. Its design 
should facilitates one-handed operation during 
procedures. 

5. It should have ultrasound visualization facility. 

IV. Chiba Aspiration Biopsy Needle—25 Nos. 

1. It should have 20 gauge, 15 cm. length. 

2. It should be MRI and Ultrasound compatibility. 

V. Bone Access and Biopsy Needle Set—10 Nos. 

The SET should have the following items: 

a. Outer stainless steel cannula should have 13 
gauge, 15 cm. length. 


b. Stainless steel stylet should have diamond tip. 

c. Inner biopsy needle gauge should be 16 and 
length around 22 cm. 

d. It should have stainless steel obturator and needle 
holder. 

VL Breast Lesion Localization needle—10 Nos. 

1. The needle should have 20 gauge and its length 
should be about 9 cm. 

2. During the needle manipulation, it should provide 
visual assurance that the hook wire is within the 
needle tip. 

3. Should have supplied in sterile peel-open package. 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


TENDER NOTICE 

No. A2-178/12/RIO. I3th February 2012. 

Sealed tenders are invited for the supply of 
27 Nos. of Window Curtains and 4 Nos. of Door Curtains 
to the Regional Institute of Ophthalmology, Government 
Ophthalmic Hospital, Thiruvananthapuram. 

Cost of tender forms : 

Original—' 400 -I- VAT. 

Duplicate—' 200 -I- VAT. 

The tender should be superscribed “due at 11 a.m. on 
23-3-2012” and addressed to the Director, Regional Institute 
of Ophthalmology, Government Ophthalmic Hospital, Red 
Cross Road, Thiruvananthapuram-695 035. Last date of 
receipt of tender is at 11 a. m. on 
23-3-2012. Late tenders will not be accepted. The tender 
will be opened at 11.30 a. m. on 23-3-2012 in the presence 
of the tenderers or their authorized representatives who 
may present at that time. 

Intending tenderers may on application to the 
Director, Regional Institute of Ophthahuology, Red Cross 
Road, Thiruvananthapuram-695 035, obtain the requisite 
tender form on which tenders should be 
subruitted. Application for the tender fortu should be 
accotupanied by a cash reruittance of rupees noted above 
which is the price fixed for a fortu and which is not 
refundable under any circurustances. The tender forms 
are not transferable. Sale of tender forms will be closed at 
3 p.m. on 22-3-2012. Cheque, postage starup etc. will not 
be accepted towards the cost of tender forms, nor will the 
fonus be sent per VRR Duplicate tender fonus, if required, 
will be issued at rupees noted above. 


Detailed specifications and special conditions will be 
available with the tender foriu. 

Further details if any required will have froiu 
the office of the undersigned in office hours on all 
working days. 

The undersigned reserves the right to split the order 
among two or luore tenders if found necessary and also to 
reject any of or all the tenders without assigning any 
reason. 
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Regional Institute of Ophthalmology, (Sd.) 

Thiruvananthapuram. Director. 


TENDER NOTICES 

( 1 ) 

[No. 15/2011-12/CNA] 

No. C1-936/2011/CNA. 18th February 2012. 

Sealed tenders are invited for the Setting Up of RO 
Plant for Government College of Nursing, Alappuzha. 

Approximate Cost— ' 4,65,700. 

EMD—1%. 

The tender should be superscribed “Tender 
No. 15/2011-12/CNA for the Setting Up of RO Plant” and 
addressed to the Principal, Government College of 
Nursing, Alappuzha. The last date fixed for the receipt of 
tender is at 3 p. m. on 22-3-2012 and opening is at 
4 p. m. on 22-3-2012. Sale of tenders will be closed on 21- 
3-2012 at 4 p. m. The cost of tender is ' 1,000 and 
duplicate copy is ' 500. The tender form is not 
transferable. Money Order will be accepted towards cost 
of tender form till 14-3-2012. ' 50 should be sent 
additionaly if needed by post. More details can be had 
from the office of the undersigned on all working days. 
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( 2 ) 

[No. 13/2011-12/CNA] 

No. C1/265/2012/CNA. 22nd February 2012. 

Sealed tenders are invited for the purchase of 
Library Books for Government College of Nursing, 
Alappuzha. 


Estimate Cost—' 2,00,000. 

EMD—1%. 

The tender should be superscribed “Tender 
No. 13/2011-12/CNA for the supply of Library Books” and 
addressed to the Principal, Government College of 
Nursing, Alappuzha. The last date fixed for the receipt of 
tender is at 3 p. m. on 21-3-2012 and opening is 
at 4 p. m. on 21-3-2012. Sale of tenders will be closed on 

20- 3-2012 at 4 p. m. The cost of tender is ' 420 and 
duplicate copy is ' 210. The tender form is not 
transferable. Money order will be accepted towards cost 
of tender form till 13-3-2012. ' 50 should be sent 
additionaly if needed by post. More details can be had 
from the office of the undersigned on all working days. 
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Government College of (Sd.) 

Nursing, Alappuzha. Principal. 

TENDER NOTICE 
[No. 131/2011] 

No. C2/4171/2012/TDMCA. 24th February 2012. 

Sealed tenders are invited for the supply of Dialysis 
Kit required for the Nephrology Department of T.D. 
Medical College, Alappuzha. 

Cost of tender forms: 

Original—' 2,185. 

Duplicate—' 1,093. 


Last date and time of reeeipt of tender—19-3-2012 
at 1 p. m. 

Date and time of opening of tender—19-3-2012 
at 2.30 p. m. 

The tender should be addressed to the Prineipal, 
T.D. Medieal College, Alappuzha-688 005. Tender No. and 
due date should be superseribed on eaeh envelope. Late 
tenders will not be aeeepted. Tender will be opened at 
the time and date noted against eaeh tender in the 
presenee of sueh tenderers or their authorized 
representatives who may be present at that time. 
Intending tenderers may obtain the Tender forms from the 
undersigned on all working days from 10 a. m. to 4 p. m. 
Cheques, draft; postage stamps will not be aeeepted 
towards the eost of tender forms. Duplicate tender, if 
required will be issued on additional payments as shown 
in the schedule. Tender forms is not transferable and the 
cost is not refundable. Tender forms will be supplied to 
the firm by registered post subject to be a cash payment 
of ' 50 in addition as postage charges. Money orders 
will be accepted only if received within 10 clear working 
days prior to due date for submission of tenders. Further 
details can be had from the college office during working 
time. Tender should be accompanied by an agreement 
executed in Kerala Govermnent Stamp paper worth ' 100 
and EMD 1% of the total cost of the item tendered. 
Tenders without EMD will be rejected. 
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0c03osjc!5t!j) cmlcsDcmlcrDlejjo cmmocDsaBglejjo (mQKSijjIcOffljom 
(uajaseofflo caracul aDledDOcnIeesijcm (.nJ®> 1 rr) 1 cu 1 cQ)j 6 )SCB(r !)0 
(mocm1f5u_||(!3Ti5)1a3 cmjoesajcmcroosrn. 3(3'^ocmjeS3o3 SBOnolcru 
cmacmciSTin cn1(3g1nads culeicacftffl aaicuilcOfflcaS ecOiOcsgKOaolcmlcnS 
cnicmjo (U063i30(Ujar)(!S)06nD. ffluJesa, (.ODOadg, ergoenj o^cnDlcu 
a{3aejocm1aci^ (ulejcmocml cmilceDalcftajcmccnm. 3^<^o(mjc93o3 
aneftjfflogo njosim. culei ccnialacej eieleftajonDaijaiej. 

3^<^o(mjca>o3 ainJoeilcoS ejelcoajcuooS (3re)LC0nDlc9ffl2cm(U(3 
3^'^ocmlaci^ (u1ejCBcs3)oaso<jjo ilJO(3®socq)I ' 50 c&jsl 


laemlsBo^njDOOcml caisdDcmcscSsisnecmosnD. G^'^ocm2eS3o3 
cmilcft) a1 esajciT) aiacucmom 3 Im cm ccstmlcn 10 (.nJcu^ccstml 
3l(Ucm63i3o3c9S)2ffljcnj cftjlgjcm asml aoS(\DOiA,ui aoLcaica 
cmj1<flia1cflS)].fli(i!)]33i. cmocsacmieft) cu1ca30ooa63Ba3 3c3'miocm1 
(Bcnoaso^o ejelesajanDcroosuD. 3^<^ocru cmfflc3^1ees)2eaijoo3 
100 -aci^ ffljtOijjLcmccstmIcnS cmi 2 i 2 ic!j)oj(.c!S)(U 2 o cft)jo §2 Siijc^jom 
cmajffleftj mlejcsDjas aaj oaccnaocuo cuajem cm^cOaCCKcosi 
(.oilcT3cm1(jjeil6)ci^ CBojalcsS cvnsicmm1si33 ruilaoci^'' (.uuoaoego 
cmolaciDlcBeeiiinj cmc3§1tiDlcSS)CBgo (T)1acroLf30Jii23®1 cmi2ic3ijjlcBc9ffl6ne 
emosm. cmmccDnJLOiojjo aDla8j)(.f3cu_!)CUjo catascssio nnj^ocarai 
3^<^ocmje93o3 cnlacmleftsijcmccnocnnaleesijo. 

Govt. T. D. Medical College (Sd.) 

Alappuzha. Principal. 

TENDER EXTENSION NOTICE 
No. CI/4I37/20II/TDMCA. 23rd February 2012. 


Due to some technical reason the date of opening of 
the following tender is extended as detailed below: 


SI. 

No. 

Tender No. and 

Name of items 

Department 

1 

79/2011—Whole Body 
Phototherapy Chember (1 No.) 

Skin & VD 

2 

80/2011—Micro motor 
Dermaberator with diamond 
burrs (1 No.) 

99 

3 

81/2011—C02 Laser Fractional 
Ultra Pulse mode (1 No.) 

99 

4 

82/2011—Multi Utility Phototherapy „ 

Unit (1 No.) 

5 

104/2011—Real time and its 
accessories (1 No.) 

Biochemistry 

6 

106/2011—Chemi lumino meter 

99 


Cost of tender form: 

Original—' 675 for SI. No.l; ' 400 for 
SI. Nos. 2, 4; ' 1,575 for SI. No. 3; ' 3,375 for 
SI. No. 5 and ' 2,025 for SI. No. 6. 

Duplicate—' 335 for SI. No.l; ' 200 for 
SI. Nos. 2, 4; ' 7,88 for SI. No. 3; ' 1,688 for 
SI. No. 5 and ' 1,013 for SI. No. 6. 

Last date and time of receipt of tender form— 
15-3-2012, 1 p. m. 

Date and time of opening of tender—15-3-2012, 
2.30 p.m. for SI. No. 1; 15-3-2012, 2.45 p.m. for 
SI. No. 2; 15-3-2012, 3. p.m. for SI. No. 3; 15-3-2012, 
3.15 p.m. for SI. No. 4; 15-3-2012, 3.30 p.m. for 

SI. No. 5; 15-3-2012, 3.45 p.m. for SI. No. 6. 





Tender should be addressed to the Principal, 
T. D. Medical College, Alappuzha-688 005. Tender No. and 
due date should be superscribed on each envelope. Late 
tenders will not be accepted. Tender will be opened at 
the time and date noted against each tender in the 
presence of such tenderers or their authorized 
representatives who may be present at that time. 
Intending tenderers may obtain the tender forms from the 
undersigned on all working days from 10 a. m. to 4 p. m. 
Cheques, Drafts, Postage Stamps will not be accepted 
towards the cost of tender forms. Duplicate tender, if 
required will be issued on additional payments as shown 
in the schedule. Tender form is not transferable and the 
cost is not refundable. Tender forms will be supplied to 
the firm by registered post subject to be a cash payment 
of ' 50 in addition as postage charges. Money Orders 
will be accepted only if received within 10 clear working 
days prior to due date for submission of tenders. Further 
details can be had from the college office during working 
time. Tender should be accompanied by an agreement 
executed in Kerala Government Stamp Paper worth '100 
and EMD 1% of the total cost of the item tendered. 
Tenders without EMD will be rejected. 

nilej (Tuoeffi,(iS)1cft) cft>offlsm63BgOB53 amanlcssiroa 

Ccsiocsgs (.rola3(Tu1ijjoc/3 cftadsml^ anoenp njocffijcm 
a(3(iejo(Tuj<ft,a3 cs)jo<es)jcm «j)1(!C»8S)l 

3(3'^o(tu cncnjffljo (uleocno 

cnaij^ gcnojlcuraajjo 

1 79/2011—e(Uoc/8 esruorujl crucejlaa ratajog' 

etiDOG§OS)RJ)OOijjl GnJoSTU^ (Ul. CU)1 

2 80/2011- QQmGiSiO ®20e§0(3 ,, 

6icu)^ffl6)6njGoo^ ailasrar ojocmmeTie 

O 

(seru^arv) 

3 81/2011-(TUI.630.2 Qej(TU^ 

CtiDOcOiiisrDBsS rarac^Lso nJoScru cfflooju 

4 82/2011—i2ia8§1 cffljgleilgl 
ffitiDoegoeiciDOOijjl osjemlg 

5 104/2011—olcfficnS sifflsmjo caracnjenjcru) sniocmo 

(TuomLtnlcajgjo OAffllaruLsI 

6 106/2011—acft>a1 eijffllecno algiS 


B^'^ocru ea£ioo«5tml6)o^ (ulei: 

raiacruraS—(.caacncni^ i-cn ' 675, (.cftifflcncni^ 2-cnjo 

4- aDjo ' 400, a-cn ' 1,575, 

5- cn ' 3,375. L<ft>ai(TKnj^ 6-cn ' 2,025. 

nJcft)^(jj—i-OD ' 335, (.<S3i2cnaij(3 2-0020 
4-0020 ' 200, tcftii2<r)om(3 3-cn ' 788, t.<ft>2in)0Qj(3 5-cn 
1,688. (.cfeacncni^ 6-od ' 1,013. 

3^r«joom2cft)a8 aruj1cft)0lces)2ano csraciKTuono 85)1c!c»(!S)1<i»2o 
crufflc!a)(iJ2o—15-3-2012, 1 asml. 


3^<^0(n)2c9>c;3 (m2Oc0«)2<rr) cm 1 cm rail od 20 cm21 od 012°— 
LcOjaaocnj^ 1-00 15-3-2012, 2.30 asnol, L<®>2i(r)ooj^ 2-00 15-3-2012 
2.45 fflsnol, [.cajmcncnj^ 3-00 15-3-2012, 3 msml, LtftiincnoQjcS 4-cn 
15-3-2012, 3.15 asml, L<ft>aaocm^ 5-00 15-3-2012, 3.30 asml, 
(.cftmcDcnj^ 6-cn 15-3-2012, 3.45 asml. 

3(3<^ocm2c9jC/3 gggscosio Onjcmcis) cft)(uo1ao2 oJ20 C!5T3) 
e^oeiocm' cnoojcS, ^cnailciifflo o^onolcn CBoen6)<jjS2C!5t!S)1 
(.oj1cT3cm1 (jjoc(8, cncn. si. cu)1. fflacinl<e6)«53 ci<ft>ocsgs, 
(3ta)ej(jj2>p-688 005 o^cm nilejocmciiioilcnS (3tacs)cs»cB<es)6n§8noc832ono2. 
eifflciJcejl cft)1§2<™ 3(3<^ocm2c93C/8 cmilcOj ol ces)2 nn cm m. 

3^'^ocm2cft)C/3 a2'®>ST®^ a<ft)OS2rai!5i otiIcq) call cSj g1ej2o 
cmaKi»63i3g1ej2o croa^(jjlcs«)2nn(ija2ascs<i»0 ratacncS oo1cscs3)oto1c9S)2(Tn 
(.oj(0)1cn1(jDlc![»26)scBcn)0 cmoanlou^jcaTiDlcaS (ro20ce«)2frn(mosrn. 
3c3'^000)2£03c/5 ®3o£i1cn) cromoacsra) oolcSqIrflds cnleicfficeffl 
eimcuilcMraS CBca>ocsgK ratajonIcmIraS oo1ono2o (iJ06iJT3oaJ2fino®)3srn. 
6)iiJcsa, (.nnooiJg, cn^oooj o^onolcn 3(8<^ocml6)CT^ ciilejcmocofl 
cmj1cft>®1c9S)2nnOT)m. 3^'^ocm2c9>c;3 QOSimooo 6 )iiJ(§>oct0 
ojosim. cnlei (S)1ffll6)c9> eje1c9S)2(Tn0)2am. 3^<^ocm2ca)C/8 
caioJoeilcaS eje1<es)2cnoci6 c3Ta)t.cnriDlce6)2nr)aj^ BcS'^ocroleicig ciilei 
CBCffiOfflSOcjJo nJO^SSOCffil ' 50 cft>2Sl B SUOl CS d!) 0 (8 CU) O 0 00)1 

(3taoQ)offiGc9S)6nera)06rn. 3^<^ocm2cft)C/3 cmj1ca)ffl1ce«)2(Tn caraciicmooo 
Bleu cm (313)1002 ''o (.ojcu^cdtoiI BlnjcmesBc/StOS) m2™ c93l§2'Tn 
msm1(B0Q)O(8cu)O2<ft>c/8 moLfflicm cmj1<ft.a1iea}<ft.0Q)23S). cmocBE9>(5)1ce3 
(ij1(ja30oc/a63i3c/8 3^<^ocm1cBcno6)SO(jjo eje1c06)2(Tn®)O6Tn. B(3<^ocn) 
cmm^(jj1 (flS)2 ennac/S ' loo-oog m2(.3oj(.®) rarailaS 
cmmm(3)oJL(!S)(iJ2o cft>jo§2 s).nj^2™ cbi^iSIcSj (ij1ejoQ)26)s 5302 
c/a(3)mocno (ijffl2ono (3)2 <93 cm tee) (.oJlaSomlajoglacig cst3ja1(38 
off)s](313)1 s)33 cmlmoci^' (.nnao/o Qoo, cmnia cnicsc933dC3j 
(m^§1a£i1c9S)(igo CDl0C3)(.B(iJ2)mooQ)1 cmm(8(jj1(ic9S)6n§(3)0 6rn. 
(mmm c3) oj L(0)(iJ2o oola (3) (.3 (1 j2i(1J2o ratascosio aiij(g>0(3t3) 
3^<^ocm2c93C/8 oo1acm1ces)2nT)®)ooQ)1a1<e6)2o. 

Govt. T. D. Medical College, (Sd.) 

Alappuzha. Principal. 

SHORT RE-TENDER NOTICE 

No. C3-127/2012/MCK. 10th February 2012. 

Sealed competitive short tenders are invited for the 
purchase of Water Treatment Plant to Medical College, 
Kottayam. 

Tender forms can be had from this office on payment 
of ' 2,393 prescribed cost in cash or by Money Order till 
15-3-2012, 11.30 a. m. No other modes of remittances will be 
entertained. Those who require tender forms by post, a 
sum of ' 40 will be added towards postage charges. 
Money Orders should reach this office atleast 10 days 
prior to the closing date of tender sales. Cost of tender 
forms will not be refunded. 

The duly signed re-tenders superscribed on the 
envelops as “Tender No. C3/127/2012/MCK for the 
purchase of Water Treatment Plant” addressed to 
“The Principal, Govt. Medical College, Kottayam-8” 
should reach this office on or before 15-3-2012, 1 p. m. 
Tenders received late will not be entertained. The duly 
received tenders will be opened on 15-3-2012, 2.30 p. m. at 
the stipulated times in the presence of the tenderers or 
their authorised representatives who may present at 
that time. 





Further details ean be obtained from this office 
during working hours. The undersigned reserves the right 
to reject any tender without assigning any reason. 

CBcfljOgCfflo 6)aCU)1<9S)«53 (lcft>0CBgSl(iejc9ffl (U0§(3 (.si 06)210^'' 
(^00^ aj063njaD(w1cno<i»1 cMJsml 

3 ( 3 <iejo(Tu nJLra) 63 Ba 8 ' 2 , 393 /cr) 1 (mil 8 S) (Wj<93 csrss^ 

aoaDlcrulraScnlcrDjo 15-3-2012, 11.30 msmlajeio aiosaBoaijcm 
(wosrn. f 3 ^<^o(Tu nJtcaisiJBcd ssinJoeilKsS carai01001,121133aid 
40 ( 3 Tau) 1 cft,o msTiDl aodojuoocml ( 3 TaoQ)OffiCBcS«) 6 Tie 8 S) 06 rn. 
i2i6nDl(i0Q)0(3ajL)O2cft>a3 3d<^oam ajlra8(jjm (OTaaj(Tuo(T)1<96)2rrn85)1cr)2 
10 raloicruo ffljoQj eielecMsnecinosrD. od'^ocru ru(.(rorain)l 6 )a^ 
oilei mscssil cnraScftjcmsnm. 

aj(.3ai^ 3(3<^oarujc93o3 cft,ajo1cnj ajcaglcnS “3d'^ocru 

ODCmd arul3/l27/2012/ag)o.Cn51.6)ce3. gnJcfcOSITKOTOlISlClg (SrUd ajo§(3 
(.slgsimo^'' njoci^''” n^cm cfflaeiipjciratmosjcfcjsl “(.njIaSarulijjooS, 
0)01. simnjDicOOHd ec&oegK, ffioOiogoso-s” n^cm ojlejocruroroilraS 

15-3-2012, 1 memlcOS) ajoru eielcOfflratmcOooilcjDo 

oiacmcmeteaeTiecmosrD. cnloail®) arumcoxOTmlcnjcBoaniio eielceojoDecmo 
rararujdsmfflooQKBttno rareiCQ) ad'^oamjcOjoS ruoloiemlcOffljcmKnej. 
QCi) LOO am memo eie.!|ao(i» 3(3<^ocmj<93o3 15 - 3 - 2012 , 2 . 30-00 

85)jOc9S)jcm(!j)06rn. 

oil oa 3 Oil 01 ffl S 3 I 3 o 3 3 ( 3 '^oam oj(. 85 )eraK 5 )OfflsO(jjo 

cnioaKDoraj tOjOosiDOjjo cOjOSTDltesioo®) 
3dneiocmjtft,o5 cnIfflcmIcOojojooDjgg c3T5CDleft>0fflo LnJln3cm1(jjog1(!53 
ODlcftadlnJCTOfflOSITD. 

Govt. Medical College, (Sd.) 

Kottayam. Principal. 

TENDER NOTICE 

No. S2/6498/2011. 18th February 2012. 

Sealed tenders are invited for supply of Laproscopy 
Instruments for IMCH Medical College, Calicut-8. List of 
item can be had from the office of the undersigned 
during office hours on any working days. Envelop 
containing tenders should be superscribed with tender 
numbers or indicated in the statements below and should 
be addressed to the Superintendent IMCH, Medical 
College, Calicut-8, Kerala. Tender must be submitted in 
sealed cover. Tender will be opened on 30-3-2012, at 
11.30 a. m. in the presence of such of the tenderers or 
their authorized persons who may be present at that time. 
Late tenders will not be accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of tender 
forms in which will not be refunded any circumstances. 

The tenders should under take the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 


The tender forms are not transferable charges. 
Postage Stamp, Draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next ' 1) of the total cost of articles 

tendered for. The tenders not accompanied by sufficient 
EMD will not be entertained. 

Approximate Cost—' 87,000. 

Cost of tender forms (including Tax): 

Original—' 416. 

Duplicate—' 208. 

If sent by postage charge—' 50. 

Closing date and time of sale of tender forms— 

28- 3-2012, 3 p. m. 

Last date and time of receipt of tender forms— 

29- 3-2012, 5 p. m. 

Date up to which the rates are to be firm— 
31-12-2012. 

Further details can be had from the office of the 
undersigned duly office hours on any working day. 

(icft) 0 >p 1 ffiesfflos 6)fflcu)1c0S)R53 ecft, 0 (igs, mo®)^ col c/8 2 
cruofflcMdsm CBcft>(.ci3rat!S)1(Bejc90 (3t8)Oi(/8.!|ao(S) eiOnj(Boocru(Bce30(jjl 
^ederu(.sj 6 ) 12 ( 1 ^“cru ojIsdostdo cmcrolcr) cnlcmil®) 

OnO 00 (313)1 C!53 ffl2(.30J.^ 6)S6rB OJ cfljC/S cflAlsml ii-|) 6)cft>0 33^ cm). 
3^(iejocn) (3t3Stes)o eiiijc^janD cft>ojo1cnj(2jtft,g1(33 3^'^oono cncni^ 
ci^>pj(S(5)6ne(3)jo cruj(.nJ6ne, i2io(3),^(/d1(/dj aruoOcM/sm (Scft,(.ci3o, 
cstft,o(pl(Sc36)os-8, (Sefcogo n^cm oilejocru(3i3)1(33 (3t3(r»^1(a1(jces)6n§ 
enjmosrn. ocS'^ocrujcSjcd oracscjjocd aooKoocsslgjgg 3(8<^ocnj 
cn)a^(jj 1 .^oiojns(scs 2 )o rataoicS iij)a(3)£jafqs)C3t3)1(a)1s)33 
ti^Kn^jffloojsiscaso cn)ocm1aD.!|C3t3)1(D8 30 - 3 - 2012-00 (3)1(i»(3)1 11.30 
asmicoffl (3)jOc06)2cm(3)osm. 6)6)OJcft,1ces)1§janD 3(5<^ocn)j<fl3C/8 
ojolcnsmlcofflicmcoiei. 

O SU 

3{3r»ejo(n) cn)m^(jj1 cflS)j oiociS (oiocoSi^j aj gg oi(3 
6 ) 00 . O 0 O. ami. o 0 ^. aooolamlcoS rataeoJtftfldlcoeijanDoJtftfldo 

(atajOicro^aocQ) 3(3<^oam (io£ioo63i3c/8 (3)06)s> eicejOsjcotBilolteojcm 
(.oj<ft>00o (3)j<ft, {3135^0(38 ei(§1ce6)janD(0)06rn. 3(3<^oam GoOooo 
6)6)c93aooo eiojcffiocd ojos)33(3)£i. 6 )iiJc96)1c93C/8, (Sojocbctus oruocnj, 
t.cu) 0 odg o^cmloj 3^<^oam Go£ioo(3r3)l6)ag oilejcrDOcml omilcsjol 
c96)ja(T)(3)m. 3^<^oanj csoDooo oil. oil. oil. carejcsil C3t3<i»(mte6)j 

cm (3)01. 

6U 

(3T3Sa>C03 (OIJcO)-' 87,000. 

aDlffl(0)L301_!jO-1%. 

3(3r>eioam csoDoocDTOileici^ oflej (mlcOjjoil amoo 1 ( 3 )o): 
63OlKlcn(03-' 416. 

OJDUoil(Ste6)(5-' 208. 

6U O 

3^<^oam (SoDooo oilco3ce6)jcm oraojcruom (s/lcmcoiloDjo 
rruacffloijc/— 28 - 3 - 2012 , 3 aeml. 

3(3<^oam (Sooooo cruj1ca)Olce6)jcm C3t30jamocn (oilastoilasjo 
amacmoijc/— 29 - 3 - 2012 , 5 aeml. 

ocS'miocn) mlfflcoffl LoJ06njej_!)(0T3)1eilo1(ic96)6ne coiloscoil— 

31-12-2012. 


tSajsj ( 0)03 ml (u ffl S3I3 c /3 (.nJfiJ(3(C5ro)1 arum cffiasrcn 
aonfllcrulraS rataomjnadl^occsS catdoloQJomjcmcroosrn. e/ssnecS 
ODS ru si cSjC/S mjcmolcfflicjjlejofflcm (Dl§ 1 mcffic 9 S)janD(m 1 ecno 
ODlcSccsrcnlmofflceffljaDcmlcBfDO ggg cardcjolcSjOfflo cru^Ln-isnsIcisS 
ODlcMdloJcromosrn. 


Details of items 


1. Trocar size 11 mm pyramidal tip with insuflation 
stopcock length 10.5 cm with multifunctional 
valve—1. 

2. Trocar size 6 mm pyramidal tip with insuflation 
stopcock length 10.5 cm with multifunctional 
valve—1. 

3. Harmonic scalpel Ace shears-disposable curved 
shears ergonomic, Handle and hook trigger 
contoured with an open design-comfort, balance 
and control rotating shaft, curved blade clamp 
arm torque wrench compatible with Harmonic 
Generators—1. 

Institute of Maternal and 


Child Health, 
Kozhikode. 


(Sd.) 

Superintendent. 



